BOROUGH  OF  BOURNEMOUTH. 


OF  THE 

MEDICAL  OFFICER  of  HEALTH 

AND 

CHIEF  SANITARY  INSPECTOR, 

FOR  the 

Yeap  ending  Decembep  31st,  1894. 


PUBLISHED  BY  ORDER  OF  THE  SANITARY  AUTHORITY. 


BOURNEMOUTH 
W.  Mate  and  Sons,  Printers, 


Directorj^^ffijjgj^ 


THIS  BEUIG  THE  SPECIAL  FILE  COPY  FOR 
LIBRARY  B.iil.A.,  IT  IS  PARTICULARLY 
REQUESTED  THAT  IT  I/IAY  CE  RETURNED 

AT  AC  TADIV  A HfiTJ:  AC  COCCIKiC 


ANNUAL 


Report  of  the  Medical  Officer  of  Health 

FOR  THE 

BOROUGH  OF  BOURNEMOUTH, 

For  the  Year  ending  31st  DECEMBER,  1894. 


TO  THE  MAYOR  AND  TOWN  COUNCIL, 

BOURNEMOUTH. 


Gentlemen, 

I herewith  .submit  my  Report  for  the  year  1894. 
VITAL  STATISTICS. 

The  number  of  Births  registered  during  the  year  was  : 
— Males,  450:  Females,  435  ; Total,  885. 

I append  the  birth  tables  from  the.  year  1882  inclusive  : 


Males. 

F EMALES. 

T OTALS. 

1882 

230 

183  — 

413 

1883 

218 

227  — 

445 

1 884 

292 

266  — 

558 

1885 

342 

292  — 

634 

1886 

370 

373  — 

743 

1887 

373 

332  — 

705 

1888 

380 

322  — 

702 
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1889 

329 

360 

— 689 

1890 

414 

355 

769 

1891 

407 

384 

— 791 

1892 

435 

408 

— 843 

1893 

404 

436 

— 840 

1894 

450 

435 

— 885 

Totals 

4644 

4373 

9017 

The  number  of  births  for  the  year,  estimating  the 


population  at  42,000,  gives  us  a birth  rate  of  21 '07  per  r,ooo. 

Borough  of  Bournemouth. 

HOUSES  AND  POPULATION. 


Borough  of 
Bournemouth. 

IlOUSE.S. 

Population. 

In- 

habited. 

Uii-in- 

Imbited. 

Buildings  in 
course  of 
Erection. 

.Males. 

Females. 

Total  No.  of 
persons 
occupying. 

W.ARPS — Boscombe 

1059 

74 

92 

2678 

3646 

6324 

Branksome 

532 

33 

I 

1396 

2771 

4167 

Central 

680 

49 

6 

1684 

4036 

5720 

East  Cliff 

782 

26 

26 

1896 

3529 

5425 

Springbourne  ... 

16 

75 

3843 

3575 

7418 

West  Cliff 

919 

7 

15 

3276 

5451 

8727 

Totals 

5123 

205 

215 

14,773 

23,008 

37,781 

The  population  of  the  Borough  is,  in  my  opinion, 
steadily  increasing.  The  above  table  of  houses  and 
population  is  an  accurate  return  of  the  report  of  the  last 
census,  1891.  You  will  note  that  there  were  at  that  time 
5,123  inhabited  houses,  205  uninhabited,  and  215  in  course 
of  erection. 

The  total  population  at  that  period  was  23,008  females, 
and  14,773  niales,  giving  us  a population  of  37,781.  The 
figures  in  the  above  table  indicate  an  average  of  seven 
persons  per  house. 
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I gather  from  the  Information  afforded  me  by  the  rate 
collector,  that  there  are  on  the  books  at  the  present  time 
7,000  inhabited  houses,  showing  an  increase  in  the  number 
of  inhabited  houses  since  1891  of  1,877.  same  pro- 

portion of  inhabitants  to  each  house  were  taken  as  existed 
at  the  time  of  the  last  census,  it  would  give  us  a population 
of  50,929. 

I am,  however,  of  opinion,  for  various  reasons,  that  our 
normal  population  does  not  quite  reach  that  total.  It  is  a 
most  difficult  matter  to  state  correctly  in  a district  like  ours, 
so  dependent  as  we  are  on  the  visitor  element.  The 
fluctuation  must  of  necessity  have  a wide  and  varying  range  ; 
in  the  very  height  of  the  winter  and  summer  season  the 
population  may  be  fairly  assessed  at  or  about  50,000,  in  the 
summer  season  it  even  might  be  considerably  higher. 
There  can  be  no  doubt  that  the  great  depression  in  trade 
and  agriculture,  which  has  been  of  such  an  acute  character 
throughout  the  whole  country  for  the  past  two  years,  has 
had  a tendency  specially  in  our  district  to  check  the  rate  of 
increase  as  compared  with  former  years. 

Far  more  visitors  seek  the  charm  and  change  which  are 
so  well  afforded  by  our  town  In  the  times  of  general 
prosperity  than  they  do  in  the  times  of  depression.  The 
rate  of  increase  in  our  artizan  and  working  population  is  of 
course  indirectly  affected  by  the  same  cause,  a diminishing 
number  of  visitors  mean  a diminution  in  building  and  trade 
operations  generally.  This  class  of  workers  is  necessarily 
of  a somewhat  migratory  character.  I am  of  opinion  that 
the  rate  of  increase  in  building  operations  will  continue  for 
the  next  few  years  to  be  less  rapid  than  heretofore. 


For  the  purposes  of  this  report,  I base  the  mortality 
and  sickness  rates  at  the  same  estimated  population  as  I did 
last  year,  viz,; — 42,000  ; from  all  points  of  view  It  is  better, 
in  my  opinion,  to  understate  rather  than  overstate  so 
Important  a particular. 

I shall  at  least  have  the  satisfaction  of  believing  that 
the  rate  so  shewn  will  be  well  within  the  range  of  fairness 
and  accuracy. 
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DEATH  RATE. 


The  total  number  of  deaths  registered  during  the  year 
was  523  (89  less  than  last  year). 

If  the  death  rate  per  thousand  of  the  population  is 
worked  out  on  the  estimate  of  last  year,  namely  42,000, 
the  death  rate  per  thousand  would  be  found  to  be  12 ’4,  but 
if  the  population  be  estimated  at  50,000,  it  would  be  io‘6 
inclusive. 

I am  able  to  define  accurately  the  deaths  of  visitors  as 
distinguished  from  those  of  residents,  from  the  fact  that  the 
Registrar  of  Deaths  has  at  my  request  marked  in  the  returns 
the  two  classes. 


I find  that  of  the  total  523  deaths,  197  were  of  the 
visitor  class.  The  death  rate  at  the  two  estimates  of 
population  would  be  as  follows  : — 


Taking  the  populati 
at  42,000 


at  50,000 


j Residents  77  ] 
( Visitors  47  J 

( Residents  67  | 

I Visitors  3‘9  [ 


= 1 2 ‘4  per  1,000 


= 10*6  per  1,000 


For  comparison,  I herewith  append  an  analysis  of  the 
deaths,  under  the  various  headings,  for  the  past  three  years. 


Smallpox 

i8Q2. 

per  i,cxxi. 

none 

1893- 

per  1,000. 

•02 

1894. 
per  1,000. 

•02 

Scarlatina 

none 

•I  I 

•04 

Diphtheria 

•18 

•04 

•09 

Membranous  Croup 

•08 

none 

•04 

T yphus 

none 

none 

none 

Enteric  Fever  ... 

•05 

none 

•02 

Continued  Fever 

none 

none 

none 

Relapsing  Fever 

none 

none 

none 

Puerperal  Fever 

•02 

•04 

•04 
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Cholera 

none 

none 

none 

Erysipelas 

none 

none 

•04 

Measles 

•08 

•07 

none 

Whooping  Cough 

•02 

■33 

•04 

Diarrhoea 

■31 

■33 

none 

Rheumatic  Fever 

none 

•04 

•04 

Ague 

none 

none 

none 

Phthisis 

4’oi 

3’6 

2‘6i 

Other  respiratory 
disorders  ... 

3-02 

2 

I ‘64 

Heart  Disease  ... 

2 

■47 

Injuries 

■37 

4'2 

'38 

Other  Diseases... 

7 '06 

5'3 

6.90 

Death  Rate  at  Various  Ages  for  the  past  Three  Years. 


Deaths 

under  one  year 

1892. 
per  1,000. 

3'i 

1893- 

per  1,000. 

27 

1894. 

per  1,000- 

1-97 

Deaths  over  i yr.  & under  5 years 

•8 

75 

•64 

) 1 

5 >> 

15  M 

•6 

■59 

■45 

> y 

15 

25 

1-8 

i'4 

1-28 

y ) 

25 

65  - 

6-9 

5-6 

578 

) ) 

65  and  upwards 

3 '4 

3'3 

2-30 

The  total  number  of  deaths  due  to  preventable  disease 
was  14,  of  these  one  was  due  to  Variola,  two  to  Scarlet 
Fever,  four  to  Diphtheria,  two  to  Puerperal  Fever,  two  to 
Membranous  Croup,  one  to  Enteric  Fever,  and  two  to 
Erysipelas. 

This  gives  us  a mortality  rate  from  preventable  diseases 
of  ‘3  per  1,000,  taking  the  basis  of  population  at  42,000. 

The  following  are  the  particulars  connected  with  each 
death  : — 

Variola. — J.  D.,  was  the  fifth  of  a series  of  cases  all 
of  whom  contracted  the  disease  from  a neio^hbour.  This 
neighbour  had  recently  visited  London  and  came  in  contact 
with  a relative  who  was  suffering  from  Smallpox.  J.  D.  and 


6 


all  other  members  of  his  family,  consisting  of  wife  and  three 
children,  were  removed  to  the  Quarantine  Cottage,  and  it 
was  only  after  he  had  been  there  nine  days  the  disease  de- 
veloped. He  was  at  once  removed  into  the  smallpox  block, 
and  on  the  sixth  day  of  the  appearance  of  rash  died  of  a 
malignant  type  of  variola. 

Scarlet  Fever.—  Two  deaths  were  caused  by  scarlet 
fever.  Neither  of  these  cases  were  removed  to  the 
Hospital,  but  were  treated  at  their  own  homes.  The  only 
notification  of  one  of  these  cases  was  the  death  certificate  of 
the  registrar.  It  appears  the  child  did  not  die  directly  from 
the  fever,  which  had  been  so  slight  as  not  to  be  recognised. 
The  cause  of  death  was  rheumatic  complications  which 
occurred  afterwards. 

Diphtheria. — There  were  four  deaths  recorded  as  from 
diphtheria.  The  first,  J.  F.,  aged  eleven  years,  residing  in 
the  Branksome  Ward  ; this  case  was  not  removed  to  the 
Hospital.  A careful  search  was  made  for  insanitary 
conditions,  but  no  cause  sufficient  to  account  for  the  case  was 
ascertained. 

E.  S.,  aged  eighteen  years,  living  in  the  Branksome 
Ward,  died  in  September.  This  case  was  also  treated  at 
home.  No  insanitary  conditions  could  be  detected. 

W.  C.,  aged  six  years,  living  in  the  Springbourne  Ward, 
died  in  November.  His  parents  refused  to  move  him  to  the 
Sanitary  Hospital.  Certain  sanitary  defects  were  found  to 
exist  on  the  premises,  and  the  owner  was  called  on  to 
remedy  the  same. 

E.  M.,  aged  7 years,  living  in  the  Boscombe  Ward,  died 
in  December.  1 he  patient  was  removed  to  the  Sanitary 
Hospital  in  a moribund  condition.  The  house  was  damp, 
and  generally  in  an  unsanitary  state. 

Croup. — Two  cases  of  fatal  croup  were  recorded. 
Both  of  these  occurred  in  very  young  children. 

Typhoid  Iever. — (H.N.)  This  case  was  notified  in 
October.  There  can  be  no  doubt  that  the  disease  was 
imported  from  the  Continent. 
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Erysipelas. — The  two  deaths  from  this  disease  were 
caused  by  no  insanitary  conditions,  but  were  solely  due  to 
constitutional  causes. 


INFECTIOUS  DISEASES. 


Under  the  Infectious  Diseases  (Notification)  Act,  1889. 
The  undermentioned  cases  have  been  notified  during  the 
past  two  years  : — 


Scarlet  Fever 
Diphtheria 
Enteric  Fever  ... 
Variola 
Erysipelas 
Membranous  Croup 
Puerperal  Fever 
Continued  Fever 


893- 

1894. 

U3 

lOI 

10 

19 

1 2 

8 

4 

8 

37 

18 

5 I 

I I 


Totals  ...  384  159 


You  will  note  that  there  has  been  a considerable 
diminution  in  the  total  number  of  infectious  cases  notified  in 
1894,  compared  with  1893.  The  outbreak  of  scarlet 
fever,  which  had  been  so  general  throughout  the  country 
for  the  past  two  years,  especially  in  1893,  gradually  declined 
in  our  district  from  313  to  loi.  Almost  without  exception 
the  cases  notified  in  our  town  were  of  an  extremely  mild 
type. 
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The  following  table  will  show  the  months  in  which 
these  several  cases  v/ere  notified. 


Months  Notified. 

.Scarlet 

Fever. 

. 

Diphtheria. 

1 

Typhoid. 

1 

Variola. 

Erysipelas. 

1 

M’mbranousl 

Croup.  1 

Puerperal. 

Continued. 

1 

Totals  for 

each  month 

January 

6 

2 

I 

9 

February 

5 

I 

6 

March 

lO 

5 

15 

April 

4 

I 

2 

7 

May... 

24 

I 

I 

2 

I 

29 

June 

II 

5 

I 

4 

I 

22 

July 

9 

3 

I 

13 

August 

1 1 

I 

12 

September  ... 

7 

I 

I 

I 

10 

October 

3 

2 

4 

9 

November  ... 

9 

4 

I 

2 

I 

17 

December  ... 

2 

4 

3 

I 

10 

i 

Totals  for  the  Year... 

lOI 

19 

8 

8 

18 

3 

I 

I 

159 

Variola. — In  May  last  we  had  to  contend  with  a sharp 
outbreak  of  V ariola,  caused  by  a man  who  had  visited  some 
friends  at  Plaistow,  near  London.  The  failure  to  recognise 
the  disease  in  its  very  earliest  stages  was  undoubtedly  the 
cause  of  all  subsequent  cases  without  exception.  The  noti- 
fication only  reached  me  when  the  man  was  in  the  pustular 
stage. 


In  order  that  you  understand  the  complete  history  of 
this  outbreak,  I append  a tabulated  statement  of  the  cases 
with  which  we  had  to  contend. 


OUTBREAK  OF  VARIOLA,  MAY,  1894. 


9 


N 


>> 


O 


00 


£ S' 

vO  w 
•n  ^ 
bO  - 

#>  a 

• ^ 
U o 

c i; 

^ s' 
c/)  ^ 


c 

c 

c 


c 

o 

U 


r2  -S 

rt  *o . 

o£ 

a >'E  ? 

» p Q 

rt  .tS 

g 

c/: 


v)  t: 
rt  ^ 

^ll 

o li 
- ty}^ 


Q 

Q 


I'S 

- o 


52  6 
CO  o 
1)  ^ 
>.  rt 

o *- 

* 


Tl- 

•N 

V 


<u 

* -C  • 

' « 

» 


< — 

W -r 

^1  J 


yi  w 

C^  O -C 
Q<» 

w:-  >' 

'^vCi'5 

o;  ^ 
t2  <u 
VC 


(/) 

u 


r 


S2  ^ • 

CTi 

a>  ^ 


«e- 

S 


uj  *-5  \S 

rt  . « 

<3J  w:  , 
X' 

Cn 

— w-  “ 

C -C 

? r-  o 

■J  ^ ^ 


. J . 

t/:  . jz 

^ C/)  w 

c3  •i: 


<“0  : 
- c^ 

Q . 

f * 


OnH 


• o ^ 

Co  VC 
o • - 

ui^i< 


c/:  si 


3 

c:5  - ON 

(A 

;-• 

<n  O 

se 

C^  flj 

u > 

On 

'C  5 

>%  o 

O 

^ 'i 

c 

§1 


v; 


#.  C 'C 
• ^ ^ 
c^£ 

• ^ 
-5 


x; 


V3 

c3 

<u  u 

c 

On  O 3 
fO.-  ‘“‘ 

X 

” r *>  £) 

OQ 

H ;c5^ 


«J-£ 
^ S 
^ o 

>^^  g 

N t;  3 
ro  o »— > 

■-ill 


rO—  4= 


rr-^  ^ 

ti 

(U 

o 

c 

O i>->k 

^ o 

S 

X .c 

O o 

I— ' 6flJ3  tc 

• H 

•g 

V)  ^ 

O 

u O 

These  cases  resided  outside  the  Borough. 


You  will  note  that  the  cases  that  occurred  outside  the 
district,  and  recorded  in  the  tabulated  statement  marked 
with  an  asterisk,  were  all  directly  traceable  to  the  same 
source,  namely  case  No.  i,  and  in  conference  with  the  neigh- 
bouring Sanitary  Authorities,  finding  they  had  no  means  for 
effectual  isolation,  and  the  danger  to  our  own  immediate 
district  being  very  great,  consent  was  given  to  have  these 
cases  removed  to  our  Sanitary  Hospital.  Two  of  the  cases 
were  just  outside  our  sanitary  area. 

In  reviewing  the  former  outbreaks  of  this  very  rapidly 
spreading  and  infectious  disease,  I may  state  1 have  had  to 
contend  with  no  less  than  eight  outbreaks  during  a period 
extending  over  i8  years,  and  in  every  case  the  disease 
has  been  brouofht  into  the  town  from  a distance.  In  no  one 
single  instance  has  the  disease  assumed  epidemical 
proportions,  but  only  by  the  most  vigilant  and  imperative 
system  of  isolation  has  it  been  quickly  stamped  out. 

Before  closing  my  remarks  on  this  matter,  I desire  to 
tender  to  your  Sanitary  Committee,  and  to  the  Sanitary 
Inspectors,  my  appreciation  of  the  help  and  support  which 
you  and  they  have  always  most  willingly  accorded  me  when 
combating  this  dangerous  disease,  which,  if  not  quickly 
stamped  out,  would  seriously  affect  our  interests,  and  imperil 
our  towns  reputation. 


SCHOOLS. 

The  public  elementary  schools  of  our  town  are  centres 
from  which  and  in  which  infectious  diseases  may  spread. 


I have  always  felt  in  a town  like  ours,  that  the  perfect 
sanitary  condition  of  these  places,  and  their  management,  is 
of  the  utmost  importance  in  the  maintenance  of  our  health 
reputation.  So  far  as  the  sanitary  and  structural  condition 
of  these  schools  is  concerned,  we  have  endeavoured  to 
make  them  as  perfect  as  is  possible  under  the  voluntary 
system. 

I he  ventilation  of  some  of  these  schools  might,  with 
advantage  to  the  pupils,  be  improved.  In  some  the 
importance  of  this  matter  has  been  recognised.  In  cm- 


nection  with  the  schools  and  infectious  disease,  I have  on 
several  occasions  during  the  year  had  to  exercise  my  powers 
under  the  Public  Health  Act.  In  March  one  school  was 
closed  in  consequence  of  a slight  outbreak  of  scarlet  fever 
amongst  five  pupils  attending  the  school,  the  first  case  of 
which  series  had  not  been  noticed  or  notified  under  the  Act, 
and  had  been  attending  the  school  while  in  a desquamative 
condition,  and  the  four  subsequent  cases  were  all  attributable 
to  that  one  case.  So  also  in  May  one  other  school  was  closed, 
in  consequence  of  eight  cases  of  scarlatina  being  notified  of 
children  attendinof  this  school.  It  seemed  tome  at  the  time 
that  all  these  cases  contracted  the  disease  from  one  of  the 
junior  teachers,  who  had  been  ailing  with  feverish  symptoms, 
and  had  seen  a medical  man,  but  the  nature  of  the  disease 
had  not  been  recognised.  He  was  so  obviously  at  the  time 
of  my  visit  in  the  peeling  stage  of  .scarlet  fever,  that  there 
could  be  no  doubt  that  he  was  an  infectinof  medium.  It  is 
interesting  to  note,  in  respect  to  these  two  above-mentioned 
schools,  the  almost  immediate  declination  and  .suppression  of 
what  miofht  have  been  an  extensive  outbreak.  This  accords 
so  completely  with  my  former  experience,  that  I now  make 
it  a rule  to  give  special  attention  to  the  schools  as  being  a 
medium  of  the  rapid  propagation  of  the  disease,  and  without 
unnecessary  delay  make  a closing  order. 

I may  .say  that  in  regard  to  this  aspect  of  public  health, 
I have  always  found  the  most  willing  co-operation  on  the 
part  of  the  school  authorities. 

Two  other  infant  .schools  were  also  closed  in  consequence 
of  an  outbreak  of  measles,  which  disease  afterwards  rapidly 
died  out. 

In  reference  to  the  private  schools  of  the  town,  both 
for  boys  and  girls,  the  proprietors  have  spared  no  pains  or 
expense  In  making  their  establishments  perfect  in  their 
sanitary  condition. 

SLAUGHTERHOUSE.S. 

In  respect  to  Slaughterhouses,  as  in  former  reports  I 
have  alluded  unfavourably  to  their  condition,  1 regret  to  say 
that  during  the  past  year  some  of  these,  in  spite  of  the 
frequent  visits  of  the  inspectors,  have  been  in  a decidedly 


objectionable  and  insanitary  state.  In  respect  to  one, 
so  bad  were  the  conditions,  that,  after  reporting  to  your 
Committee,  proceedings  were  ordered  to  be  taken,  and  the 
owner  was  convicted  and  fined. 

No  less  than  258  visits  have  been  paid  by  the  Inspector 
to  these  slaughterhouses  during  the  year. 

All  that  I have  said  in  former  reports  bearing  on  the 
desirability  of  the  establishment  of  a public  “ abattoir,”  both 
for  sanitary  and  other  aspects  of  public  health,  I must  again 
advise  and  reiterate  in  this  report. 

Your  Committee  did  take  some  action  in  respect  to  this 
subject,  but  for  some  reason  or  other  the  matter  remains  in 
abeyance.  I note  in  the  reports  received  from  other  towns 
of  a like  character  to  our  own,  the  importance  of  this  matter 
is  fully  recognised  and  insisted  upon,  and  all  my  previous 
observations  are  fully  borne  out  by  the  experience  of  other 
Medical  Officers  of  Health. 

The  M.O.H.  for  Eastbourne,  in  a recent  report,  says  : 

“ The  butchers,  at  first  violent  opponents  to  the  erection 
of  an  ‘ abattoir,’  became  afterwards  its  chief  supporters. 
Judiciously  managed,  an  ‘ abattoir  ’ not  only  covered  its 
working  expenses,  but  occasionally  returned  a good  profit  ; 
and  the  Medical  Officers  of  Health,  although  unable  to  put 
forward  direct  statistical  evidence,  were  of  opinion  that  the 
clearing  away  of  slaughterhouses  from  the  midst  of  dwelling- 
houses  had  beneficially  affected  the  health  of  the  inhabitants 
of  the  districts.” 


WATER  SUPPLY. 

The  water  supply  of  the  district  has  been  of  a good 
and  potable  kind.  The  works  have  been  periodically  visited 
by  me.  Great  care,  so  far  as  I have  been  able  to  see,  has 
been  taken  by  the  Water  Company  at  their  filtering  beds. 

After  the  experience  at  Worthing,  it  is  of  the  utmost 
importance  in  a public  water  service  that  the  most  vigilant 
care  and  attention  should  be  given  to  the  quality  and  con- 
struction of  street  service  hydrants,  as  also  to  the  dead  ends 
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of  the  water  mains.  So  far  as  my  experience  shows  me  the 
Water  Company  are  fully  alive  to  the  importance  of  this 
matter. 

Samples  of  water  have  been  periodically  submitted  to 
eminent  analysts,  and  two  of  their  analyses  are  herewith 
appended. 


Chemical  Laboratory, 

Guy’s  Mospital, 

London,  S.E., 

1 8th  May,  1894. 

Report  of  Thomas  Stevenson,  M.I).  and  F.R.C.P., 
Lond.,  F.I.C.,  Lecturer  on  Chemistry  at  Guy’s  Hospital,  on 
Analysis  of  a sample  of  water  received  i6th  May,  1894, 
from  Mr.  George  Cooper,  Chief  Sanatary  Inspector,  Bourne- 
mouth. 


The  sample  was  enclosed  in  two  Winchester  quart  glass 
stoppered  bottles,  each  secured  and  sealed  with  red  wax, 
“ B.C.,”  and  labelled  ; 


“ May  15th,  1894.  Sample  of  water  taken  direct  off 
the  main  at  the  cabstand  in  the  Sanatorium  Road,  Bourne- 
mouth, this  day  at  4 p.m.” 


The  w'ater  was  free  from  odour,  and  when  viewed  in 
bulk  was  colourless  and  clear.  It  contained  and  yielded  in 
grains  per  gallon  : 


Total  solid  matters 
Loss  on  ignition 
Combined  chlorine 
Equal  to  common  salt 
Nitrogen  as  nitrates 
Nitrites 
Ammonia 
Albumenoid  or  orcranic  ammonia 


17-92 
0-84 
I -40 
2.31 
traces 
none 
0-00 10 
0-0065 


Oxygen  required  to  oxidise  the  organic  matter  0-038 

f Temporary  ...  9°-4 

sJ  Permanent  ...  2°-8 


Hardness  in  degreesJ 


Total  i2“-2 
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I am  of  opinion  that  it  is  an  excellent  water,  free  from 
contamination.  Its  hardness  is  not  excessive,  and  is  less 
than  average  chalk  water.  A large  proportion  of  the  hard- 
ness is  due  to  chalk  (temporary  hardness),  and  is  removable 
by  boiling.  I do  not  consider  the  water  unduly  hard,  its 
hardne.ss  being  below  that  of  the  London  water  supplies. 


Analysis  of  and  report  on  a sample  of  water  taken 
from  the  cabstand.  Sanatorium  Road,  Bournemouth,  at  3.45 
p.m.,  on  August  9th,  and  received  by  me  August  21st,  1894, 
from  William  George  Cooper,  Chief  Sanitary  Inspector.  By 
Professor  John  Attfield,  Ph.D.,  F.R.S.,  Professor  of  Practical 
Chemistry  to  the  Pharmaceutical  Society  of  Great  Britain, 
Author  of  a Manual  of  Chemistry,  and  a Handbook  of  Water 
Supplies,  &c. 


London  17,  Bloomsbury  Square,  W.C., 

24th  August,  1894. 

The  appended  analytical  data  show  that  this  water  is  in 
its  usual  good  condition.  It  is  in  my  opinion  of  excellent 
quality  for  all  drinking  purposes.  It  is  not  excessively  hard. 

(Signed)  John  Attfield. 
Analy'jtcal  Data. 

One  gallon  contains  the  following  number  of  grains  and 
decimal  parts  of  a grain  of  the  respective  substances  : 

Total  suspended  solid  matter,  dried  at  25o°F.  none 

Total  dissolved  solid  matter,  dried  at  25o‘’F'.  i8'4 

Ammoniacal  matter,  yielding  ten  per  cent,  of 

nitrogen  ...  ...  ...  ...  q-oi 

(equal  to  ammonia  per  million,  0'02). 

Albumenoid  organic  matter,  yielding  ten  per 

cent,  of  nitrogen  ...  ...  ...  o’oq 

(equal  to  ammonia  per  million,  o'oy). 

Nitrites  ...  ...  __  none 

Nitrates,  containing  17  per  cent,  of  nitrogen...  o’ 18 
(equal  to  grains  of  nitrogen  per  gallon,  0’03). 
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Chlorides,  containing  6o  per  cent,  of  chlorine  2-5 
(equal  to  grains  of  ch’lorine  per  gallon,  1-5). 

Hardness,  reckoned  as  chalk-erains  or 

..  . . O 


“ degrees  ” 

removed  by  ebullition  ...  9’5 

unaffected  by  ebullition  ...  3’5 

Total  Hardness  ...  i3'o 

Lead  or  copper  ..  ...  ...  ...  none 

Physical  examination  ...  ...  satisfactory 

Oxygen,  absorbed  in  three  hours  ...  ...  ot 


(Signed)  John  Attfield 

GENERAL  SEWERAGE  SYSTEM. 

It  is  interesting  to  note  here,  in  connection  with  the 
general  and  improved  sanitation  of  our  town,  a few  facts 
relating  to  our  system  of  drainage.  Extensive  additional 
sewerage  works  have  been  completed  during  the  past  year  ; 
the  need  for  this  had  for  some  time  been  of  pressing  import- 
ance, so  rapid  had  been  the  growth  and  development  of  new 
and  outlying  districts.  It  is  at  times  difficult  for  a local 
authority  to  keep  pace  with  the  requirements  of  their 
district. 

Perfection  in  the  public  sewerage  of  a town  is  of  the 
utmost  importance  for  the  continiied  maintenance  of  its 
health  reputation,  and  the  governing  body  of  this  town 
have  always  fully  recognised  the  importance  of  this  detail. 

In  looking  back  over  a period  of  twenty  years  of  public 
life  in  Bournemouth,  I gratefully  acknowledge  the  progress 
in  sanitation  which  this  care  has  affected,  and  fully  believe 
in  the  near  future  the  town  will  reap  the  fruits  of  the  good 
work  in  the  past. 

The  immunity  which  the  town  has  enjoyed  for  many 
years  from  those  diseases  which  are  recognised  to  be  mainly 
due  to  the  imperfections  in  matters  of  drainage,  may  fairly 
be  attributable  to  the  great  care  which  has  always  been 
taken  by  your  board. 

Whatever  may  be  said  by  experts  in  various  parts  of 
the  kingdom  as  to  the  necessity  or  otherwise  of  a system  of 
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ventilation  of  public  sewers,  the  authorities  of  this  town,  so 
far  as  they  have  had  experience,  extending  over  many  years, 
find  that  the  system  of  ventilation  and  flushing  which  is 
adopted  here  has  been  attended  with  the  Vjest  results,  and 
given  us  entire  satisfaction. 

The  Borough  Surveyor,  F.  W.  Lacey,  Esq.,  informs  me 
that  there  are  122  dead  ends  of  sewers  connected  to  powerful 
sea  water  hydrants,  46  sewer  automatic  flushing  tanks  sup- 
plied with  sea  water,  and  no  less  than  105  standard  6in.  iron 
ventilators,  besides  numberless  4in.  ventilators,  attached  at 
convenient  points. 

HOUSE  TO  HOUSE  INSPECTION. 

I am  glad  to  report  here  that,  notwithstanding  the 
increase  of  the  district,  and  the  large  amount  of  ordinary 
work  in  the  office,  the  Inspectors  have  been  enabled  to 
steadily  progress  in  their  work  of  house  to  house  inspection. 

There  is  still  a considerable  amount  of  work  to  do  in 
this  direction,  which  I trust  In  the  course  of  the  next  year 
or  two  will  be  completed. 

659  house  to  house  inspections  have  been  made,  and 
1,687  defects  have  been  remedied. 

As  mentioned  in  former  reports  all  these  alterations  are 
as  far  as  possible  carefully  supervised  by  the  Inspectors. 

SANITARY  CERTIFICATES  FOR  HOUSES. 

This  system  of  certification,  which  has  now  been  in 
progress  for  a great  number  of  years,  and  which  has  been 
attended  with  such  gratifying  results,  has  undoubtedly 
Increased  the  confidence  of  visitors  to  our  town  and 
especially  those  whose  stay  extends  over  a lengthened  period 
In  furnished  houses. 

During  the  year  no  less  than  135  applications  have  been 
made  for  Sanitary  Certificates,  and  100  certificates  have 
been  granted  by  me,  after  the  owners  had  carried  out  the 
necessary  alterations.  In  the  remaining  35  instances,  the 
fees  havej^een  paid  over  to  your  T reasurer  but  the  certificates 
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withheld  in  consequence  of  our  suggestions  not  having  been 
fully  complied  with. 

Under  this  branch  of  our  work  no  less  a sum  than 
^141  5s.  has  been  paid  over  to  your  Borough  Treasurer. 

SANITARY  HOSPITAL. 

Our  Sanitary  Hospital  has  continued  to  be  a great  help 
to  the  town  in  preventing  the  spread  of  infectious  disease 
during  the  year. 

Of  the  total  number  of  cases  notified  under  the 
Notification  of  Infectious  Diseases  Act,  viz.  : 159,  seventy- 
six  per  cent,  were  treated  in  the  Hospital. 

Our  Hospital  compares  most  favourably  when  contrasted 
with  other  towns  of  a like  character,  as  can  be  seen  by  the 
appended  table,  not  only  in  the  percentage  of  cases  removed 
for  efficient  isolation  (which  is  much  higher  than  in  other 
towns),  but  in  all  other  particulars,  viz.  : cost'-per  patient,  per 
week,  receipts  from  patients,  and  lastly  in  regard  to  the 
total  cost  to  the  rates  of  the  town. 

I desire  especially  to  call  the  attention  of  some  members 
of  your  Council  to  these  facts,  for  the  reason  that  there 
seems  to  be  an  erroneous  impression  in  their  minds  as  to 
supposed  excessive  cost  which  this  Hospital  entails  upon  the 
rates  of  the  town. 

I am  glad  to  say  that  the  Hospital  continues  to  merit 
the  confidence  of  the  ratepayers,  and  of  those  who  unfortu- 
nately are  the  victims  of  infectious  disease,  irrespective  of 
rank  in  life. 

I believe  it  possesses  the  entire  confidence  of  the 
medical  profession  in  this  town,  who  willingly  and  gladly 
avail  themselves  of  its  advantages  for  the  efficient  isolation 
of  their  patients,  and  who  never  so  far  as  I am  aware  since 
its  establishment  have  made  a single  complaint. 


Statistics  relating  to  Expenditure  of  Sanitary  Hospitals  in  various  towns 

for  the  year  1894. 
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The  report  of  the  Inspector’s  Department  is  herewith 
appended. 

The  very  large  amount  of  work,  which  the  details  of  the 
report  indicate,  and  the  thorough  way  in  which  it  is  carried 
through,  merit  your  approval  and  recognition. 

I must  once  again  bear  my  testimony  to  the  energy  and 
devotion  with  which  the  Inspectors  fulfil  their  duties. 

In  the  administration  of  public  health  matters  it  is 
desirable  that  there  should  be  as  little  conflict  and  friction  as 
possible  with  the  public,  and  this  I attribute  mainly  to  the 
tact  and  judgment  displayed  by  your  Inspectors. 

In  concluding  my  report,  I desire  once  again  to  con- 
gratulate your  Council  on  the  continued  maintenance  of  the 
good  sanitary  condition  of  the  town.  Difficulties  and 
anxiety  consequent  on  the  outbreak  of  variola  in  May  last 
were  not  the  least  of  those  matters  which  were  successfully 
combated. 

The  report  of  the  Borough  Meteorologist  is  herewith 
appended. 

I remain.  Gentlemen, 

Your  obedient  Servant, 


March  12  th,  1895. 


PHILIP  W.  G.  NUNN, 

Medical  Officer  of  Health. 
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List  of  Deaths  occurring  at  the  various  Hospitals,  &c., 

in  the  Boroucrh. 

Sanitary  Hospital... 

Sanatorium 

Royal  Victoria  Hospital  ...  ...  2 

Firs  Home  ...  ...  ...  18 

Boscombe  Cottage  Hospital  ...  9 

St.  Joseph’s  Home  ...  ...  5 

Herbert  Homo  ..  ...  ...  i 

Hahnemann  Home  ...  ...  i 

Total  ...  ...  66 


0^  Oj  Oj 


TABLE  OF  DEATHS  dur  mg  the  year  i8<p4,  in  the  Urban  Sanitary  District  of  Dournemonth,  classified 

according  to  Diseases,  Ages  and  Localities. 


< 


Total. 

O fO 

M 

Mr  4^ 

'b'os'Basip 

joq^o  nV 

o' 

“o  8 

•saunfui 

1 

6 

lO 

•astfasiQ 

UV9H 

• o 

• cs 

*A«i.uiaid  pun 
‘niuoiuudUci 
‘si-jiipuGAy 

ro  vO 

— in 

■stsimufi 

1 to  1 

•0n3v 

• • 

*a0A8^ 

ODnainaqa 

! N 

•'U0>iia.njiQ 

•qSuoj 

SuidooqAV 

I 

•saisvei^ 

• c 

•s'updis.Cqq 

- - 

•m9|oiio 

i 

FEVERS. 

ivjsd.ianj 

! 

Siijs-dni0}i 

p^UUI'JUOf) 

• • 

•auo^u;^{ 

* M 

•snqd.<x 

• 

•duoao 

siiounaquiaK 

! 

•vuaqjiidKI 

'nui^npivos 

■.'todiiiiuis' 

: - 

* lA 

Wi  P 

1 1 

C S 

^ LT. 

•riluuudu 
pun  59 

t-H 

ON 

*S9 

aeputi  pun  gz 

m 

Tf 

*95 

aapuu  pun  yt 

W-> 

*91 

japuu  pint  (j 

ON 

*9 

aapuu  pun  i 

N 

•ana^V 

auo  aapufi 

fO 

CO 

•k93v  Iiu  IV 

1 ^ 

M 

U-, 

V 

< 


V 
> 

V 


U 

O 

(/: 

rt 

V 

Q 

tj) 


tn 

c 


3 

rt 

U 


t: 

c 


c 

^4 


o 

= < 

^ 'V 
P V 
3 C 

'o 

03 


o H 

ui 

^ 5 

^ O 


s 

o 

E 

(U 

c 

3 

O 

m 


C/5 

w 

c/5 

< 

W 

cn 

3 

c/5 

D 

O 

H 

U 

w 

>— < 

tul 

o 

in 

W 

CD 

< 

CJ 

w 


o 

Q 

< 

in 

X 

H 

PQ 

X 

o 

H 

< 

D 

CL, 

O 

o. 


O 

W 

X 

CQ 

c 

H 


DO 


, Vo 

ts> 

'Vi 

^si 


rN 


8 

^ •- 

Ox  8 

Oq  «S 
$ ^ 


*L0 


5 

to 

?s 

.‘o 

ts, 

\ 

'.j 


V- 


O' 


tNi 

^ 8 
, Ci 


'iO 


•S 


'i/' 

.Si 


Vo 


1 Number  of  such  Cases  Removed  from  their  Homes  in  the  several 

; Localities  for  treatment  in  Isolation  Hospital. 

•Kniadts.faa 

uiaioto 

CO 

oc 

Ul 

> 

lU 

Ll 

•inaadaanx 

■Siiisdniaa 

•panut-juoo 

•pioudXx 
ao  Dua^iq^ 

I <0 

•snqdXx 

; ; 

•dnoao 

suounjqiuaiv 

• c 

•nuaq^qdia 

; 'o 

•nui^nianog 

0 

^ IV 

•xodiinuis 

; 00 

New  Cases  of  Sickness  in  each  Locality,  coming  to  the 
knowledge  of  the  Medical  Officer  of  Health. 

•siqadiK.Cjjj 

•njapiio 

; ; 

FEVERS. 

'iwadjaiqi 

; - 

•JjuiKd'Biaji 

i i 

•panui^uoD 

: - 

•pioqd.Cx 

ao  oua^uct{ 

^ tv 

•Knqd.<x 

; ; 

•duoa^ 

snounaqiaaiv 

M M 

•nuaq'jqdiQ 

• ON 

*aaAa^  qaianog 

VO  \/% 
N tv 

•xodiinras 

: ON 

Aged  under 

five  or 
over  five. 

U nder  5 . . 

5 upwards 

•squifi  pa,iajs[3a>| 

00 

00 

Ic 

CC 

“ t/5 
.P  V 
3 ^ 

C3  cS 

c" 

Pl, 

E.stimated 

to 

middle  of 
1894. 

42,000 

j 

Census 

1891. 

CO 

fv 

fO 

Name  of 

Locality. 

1 Bourne- 

1 mouth. 

BOROUGH  OF  BOURNEMOUTH. 


Climatological  Observations,  at  9 a.m.,  made  at  Bourne- 
mouth East  (height  above  sea  level,  131  feet. 


Month. 

>Iean  of  Thennonieters. 

Humidity 

Kain. 

Briglit  Sunshine 

by 

Dry. 

Wet. 

Max. 

Min. 

Saturation 

100 

Prof. Campbell  s 
Keoortler. 

January 

39‘9 

38-5 

44-0 

34‘3 

89 

4.16 

H.  M. 

71  .38 

February 

42-3 

40’S 

47 '8 

36-5 

86 

2'8i 

94  39 

March 

46'o 

42.8 

52-6 

36-0 

78 

I ’48 

174  20 

April 

5i'4 

48-3 

56-6 

42  2 

79 

258 

131 

8 

May 

Si’9 

47‘7 

57-4 

42-7 

73 

I '64 

179  2 

June 

59-2 

55'o 

64‘3 

50-3 

75 

2*00 

146  49 

July 

6i'6 

57’8 

65-6 

53'6 

77 

5’7o 

147 

9 

August 

6o'4 

56’7 

65'5 

53'6 

77 

2'I  I 

122  27 

September  . . . 

55’5 

52-9 

61-5 

47‘5 

83 

2-77 

117 

43 

October 

5i'3 

49-2 

56-8 

44-6 

85 

4'5o 

71 

25 

November  ... 

47‘9 

45’9 

52-1 

42-4 

86 

6"  I 2 

82  I 

December  ... 

42-1 

40-9 

47-5 

37'o 

90 

2’48 

53  2 

Means. 

50-8 

480 

56.0 

43'4 

1 

3835 

1391 

23 

Mean  Humidity,  81. 

Mean  Temperature,  Maximum  and  Minimum,  497° 

Average  Monthly  Rainfall,  3 ‘20  inches. 

Amount  of  Sunshine,  1,391  hours,  23  minutes. 

G.  C.  PRIMAVESI, 

Borough  Meteorologist. 


BOROUGH 


OF  BOURNEMOUTH. 


ANNUAL  REPORT 

OF  THE 

CHIEF  SANITARY  INSPECTOR 
Por  the  Year  ending  December  31st,  1894. 

To 

The  Mayor  and  Town  Council,  Bournemouth. 


Gentlemen, 

I beg  to  submit  for  your  consideration  my  Eighth 
Annual  Report  of  the  Sanitary  Works  executed  under  your 
Authority  during  the  past  year,  ending  December  31st, 
1894. 


BAKEHOUSES. 

There  are  46  bakehouses  within  the  Borough  : 31  are 
built  above  ground,  the  remaining  15. being  in  the  basement. 

All  the  bakehouses  have  been  thoroughly  limewashed 
and  cleansed  in  accordance  with  the  Regulations,  and 
improvements  in  the  sanitary  arrangements  have  taken 
place  In  four  instances.  Improvement  In  the  construction  of 
one  basement  bakehouse  has  been  made,  in  order  to  secure 
more  efficient  ventilation. 

All  the  premises  have  now  a separate  supply  of  water 
for  bakehouse  purposes  only. 


FISH  AND  POULTRY  SHOPS. 


The  shops  have  been  periodically  visited  with  the  view 
of  ascertaining  if  any  undue  accumulation  of  offal,  etc.,  is 
allowed  to  remain  on  the  premises  longer  than  necessary. 

The  late  collection  on  Saturday  night  is  being  kept  up 
and  is  greatly  appreciated  by  the  Poulterers  and  Fish- 
mongers, and  no  accumulation  of  offal,  etc.,  is  now  permitted 
to  remain  on  the  premises  on  Sundays. 

SLAUGHTERHOUSES. 

There  are  six  slaughterhouses  within  the  Borough. 
These  have  been  regularly  inspected,  and  the  by-laws  relat- 
ing to  cleansing,  removal  of  blood,  garbage,  etc.,  as  far  as 
practicable,  strictly  enforced. 

The  number  of  animals  slaughtered  at  these  premises 
is  gradually  decreasing  each  year,  owing  probably  to  the 
large  number  of  carcases  delivered  by  rail,  and  to  the  in- 
creased sale  of  Colonial  meat  during  the  past  few  years. 
Notwithstanding  this  decrease  in  the  slaughtering  of  animals, 
it  has  been  found  necessary  to  give  a good  deal  of 
attention  to  the  slaughterhouses,  as  owing  to  the  amount  of 
the  refuse  products  being  small,  and  also  to  the  slight 
demand  in  this  town  for  such,  some  difficulty  is  experienced 
in  getting  rid  of  the  blood,  garbage,  etc.,  and  consequently 
it  is  allowed  to  remain  longer  on  the  premises  than  desirable. 
One  butcher  was  summoned  for  non-observance  of  the  by- 
laws in  this  respect  and  was  fined. 

258  visits  have  been  made  to  these  premises  during  the 
past  year. 

UNSOUND  MEAT,  VEGETABLES,  ETC. 

Periodical  inspection  has  been  made  of  shops,  etc., 
within  the  Borough  with  the  view  of  detecting  the  exposure 
of  unsound  rneat,  fruit,  and  other  articles  of  food,  but  only 
in  the  following  three  instances  has  it  been  necessary  to 
take  formal  action  : 
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January  23rcl.  26  boxes  of  putrid  bloaters,  destroyed. 

May  1 6th.  Leg  of  putrid  pork. 

August  2 ist.  Quantity  of  unsound  pears  destroyed 

from  a barrow  in  Commercial  road. 

In  carrying  out  the  duties  under  these  sections  of  the 
Public  Health  Acts  I find  it  is  seldom  necessary  to  deal 
formally,  the  food  supplies  of  this  Borough  being,  as  a rule, 
most  satisfactory. 

In  about  a dozen  instances  the  owners  have  voluntarily 
destroyed  the  articles  on  their  attention  being  called  to  the 
same,  and  in  no  case  has  it  been  necessary  to  give  a second- 
ary caution. 


INFECTIOUS  DISEASE. 

I'he  following  effectual  work  for  preventing  the  spread 
of  infectious  disease  has  been  done  by  “ Washington  Lyons  ” 
drv  air  and  steam  disinfector. 


d'he  disinfecting  chamber  has  been  used  to  disinfect 

o 

52  [ articles  of  be.iding,  clothing,  etc.,  that  have  been  sub- 
ject to  infection.  This  disinfection  is  independent  of  what 
is  required  for  the  patients  at  the  hospital. 


Number  of  cases  removed  to  Sanitary  Hospital  - 116 

Number  of  rooms  where  walls  have  been  stripped, 

cleansed  and  limewashed  - - - 38 

Number  of  rooms  disinfected  by  Inspectors  - 184 

Cases  where  disinfectants  have  been  supplied  - 27 


Beds  disinfected  - 

- 

17 

Mattresses  disinfected 

- 

- 57 

Palliasses  ,, 

- 

15 

Bolsters  ,, 

- 

- 51 

Pillows  ,, 

- 

■ 125 

Blankets  ,, 

- 

- 79 

Sheets  ,, 

- 

Counterpanes  ,, 

- 

8 

Rugs 

- 

10 

r 
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Carpets 

Dresses 

Curtains 

Jackets 

Quilts 

Table  covers 

Shawls 

Stockings 

Cushions 

Towels 

Coats 

Trousers 

Vests 

Sundries 


. - 9 

2 

7 

6 

7 

-1 

0 

2 

6 

6 

9 

5 

5 

2 

- 73 

Total  - 518 


During  the  past  year  185  infectious  cases  have  been 
notified  and  attended  to.  Twenty-six  of  these  cases 
were  afterwards  withdrawn  by  the  notifiers  and  so  were  not 
recorded  on  the  weekly  return  list  sent  up  to  the  Local 
Government  Board.  The  total  number  of  cases  for  the  year 
therefore  amounts  to  159. 


In  all  cases  the  sanitary  arrangements  of  the  house, 
school,  workshop,  etc.,  or  other  probable  source  have  been 
tested,  and  where  the  case  is  not  removed  to  the  Hospital, 
isolation,  as  far  as  practicable,  is  insisted  on,  and  suggestions 
left  as  to  the  nursing,  disinfection,  etc. 

In  cases  occurring  among  .school  children  notice  is  sent 
to  the  teacher  advising  that  any  other  children  of  the  same 
family,  or  in  the  same  house,  be  kept  in  quarantine  for  the 
necessary  number  of  days. 


The  house  drains  and  sewers  have  also  been  flushed 
with  disinfectant  in  each  case  under  the  supervision  of  one 
of  the  Inspectors. 


In  the  cases  of  infectious  disease  occurring  in  Hotels 
and  large  Lodging  Houses  the  patients  are  generally 
removed  to  the  Hospital  after  dusk  (and  consequently  after 
office  hours)  in  order  to  prevent  alarm  among  other  visitors. 
These  late  removals  necessitate  one  of  the  Inspectors 
or  myself  being  present  in  order  to  take  charge  of  and  to 
disinfect  articles  immediately  after  the  patient  has  left  the 
house.  The  total  number  of  visits  in  such  instances  during 
the  year  has  been  42. 

i S.  fl. 

The  total  amount  collected  by 
this  department  for  the  dis- 
infection of  infected  bedding, 
etc.  since  March  25th  is  - 47  8 9 

The  total  amount  for  the  disin- 
fection of  rooms  is  - - 8 10  o 


55  18  9 

The  total  amount  paid  by  Council 

for  horse  hire  - - ii  18  6 

DAIRIES’,  COWSHEDS’  AND  MILKSHOPS’ 

ORDERS. 

There  are  in  Dairies,  Milkshops  and  Purveyors  regis- 
tered for  the  sale  of  milk  within  the  Borough,  being  an 
increase  of  five  over  last  year. 

During  the  past  year  improvements  under  notice  of 
advice  have  taken  place  In  four  instances. 

Since  there  has  been  a periodical  inspection,  general 
Improvement  has  taken  place  with  regard  to  the  cleanliness 
of  vessels  and  premises,  particularly  in  the  case  of  the 
small  retail  dealers. 

The  Regulations  relating  to  the  above  orders  have 
been  satisfactorily  complied  with  in  each  case. 

There  are  no  registered  cowsheds  within  the  Borough. 
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PUBLIC  SCHOOLS. 

There  are  i6  Public  Elementary  Schools  and  46  Private 
Schools  in  the  Borough. 

In  four  instances  alterations  have  been  made  under 
advice,  to  secure  more  efficient  ventilation  of  the  school- 
rooms. 

The  Public  Schools  have  been  regularly  and  periodically 
inspected  during  the  past  year. 


WATER  SUPPLY. 

199  suitable  and  adequate  cisterns  furnished  with  covers 
and  supplies  direct  off  the  main  have  been  provided  for 
supplying  water  for  drinking  purposes  only. 

145  cisterns  have  been  cleansed  under  notice  of  advice. 

One  well  supplying  drinking  water  has  been  formally 
condemned  and  closed. 

16  new  cisterns  have  been  provided. 

During  the  past  year  four  samples  of  water  for  analysis 
have  been  taken  from  hydrants  at  the  following  places  : — 


Analyst.  Situation  of  Hydrant. 

Mr.  A.  Angell,  Public  Analyst,  Cabstand  near  East  Cliff  Congregational 


Southamoton. 

Dr.  Stevenson,  Guy’s  Hospital, 
London. 

Professor  Attfield, 
London. 

Mr.  J.  Dupre,  Medical  School, 
Westminster. 


Church,  Jan.  25th,  1894. 

Cabstand,  Sanatorium  Road, 
May  15th,  [894. 

Cabstand,  Sanatorium  Road, 
August  24th,  1894. 

Cabstand,  Knyveton  Road, 
November  8th,  1894. 


ACTION  TAKEN  FOR  THE  ABATEMENT 

OF  NUISANCES. 

82  Preliminary  Notices, 

33  Formal  Notices, 

130  Letters 

have  been  served  pointing  out  and  requiring  the  abatement 
of  nuisances,  and 

12 1 Reports  have  been  made  specifying  the  works 
necessary  to  obtain  the  Sanitary  Certificate. 
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The  following  is  a detailed  list  of  the  works  executed 
under  the  above  orders  : 

20  New  connections  made  with  public  sewers  under  the 
supervision  of  this  department. 

85  Drains  provided  with  intercepting  traps  and  inlets. 

174  New  house  drains  provided. 

128  Old  drains  condemned. 

103  Disconnecting  chambers  built. 

263  Defective  house  drains  cleared  from  obstruction  and 
repaired. 

63  Houses  where  the  drainage  has  been  entirely 
reconstructed. 

44  Intercepting  traps  at  the  foot  of  soil  pipe  removed. 

27  Old  drains  passing  underneath  buildings  blocked  off 
and  dis-used. 

3 Automatic  flush  tanks  provided. 

19  Cesspools  condemned  and  filled  in. 

39  Disconnecting  pits  provided  for  stable  drains  trapped 
with  dip  pipes. 

535  Stackpipes  disconnected  and  made  to  discharge  over 
gullies. 

90  Additional  ventilating  shafts  provided  to  drains. 

39  Nuisances  abated  arising  from  defective  soil  pipes 
terminating  near  windows. 

34  Soil  pipes  removed  outside  the  house  and  ventilated 
by  4in.  shafts. 

77  Defective  soil  pipes  and  ventilating  shafts  with  leaky 
joints  made  sound. 

52  Insufficient  ventilating  shafts  replaced  by  4in.  shafts. 

10  W,C.’s  provided  with  efficient  liglit  and  ventilation. 

37  Offensive  w.c.’s  condemned  and  removed. 

9 W.C.’s  removed  from  inside  the  house  and  built  on 
external  walls. 

74  New  drawn  lead  traps  and  connections  provided  to 
w.c.’s  in  lieu  of  seamed  lead  pipe. 

134  Foul  and  defective  w.c.’s  cleansed  and  repaired. 

73  W.C.’s  provided  with  a more  effectual  supply  of  water 
for  flushing  purposes. 

69  W.C.’s  provided  with  lead  trays  and  overflows. 
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142  Long  hopper  basins  replaced  by  short  hoppers  and 
flushing  cisterns. 

1 15  Defective  “ container  ” w.c.’s  replaced  by  “valves” 
or  “ washdowns.” 

4 Public  conveniences  re-arranged  and  made  sanitary. 

3 Offensive  urinals  condemned  and  removed. 

6 Urinals  trapped^and  made  good. 

86  Offensive  accumulations  removed. 

44  Brick  and  cement  sinks  replaced  by  impervious  sinks. 
27  New  impervious  sinks  provided. 

130  Sinks  disconnected  and  trapped. 

10  Enamelled  sinks  provided  in  lieu  of  lead  lined  sinks. 
163  Offensive  brick  and  cement  grease  pits  replaced  by 
earthenware. 

35  Nuisances  abated,  caused  by  the  improper  keeping  of 
animals. 

3 Overcrowding  nuisances  abated. 

79  Unwholesome  premises  limewashed  and  ventilated. 

34  Back  yards  repaired  and  repaved. 

8 Galvanized  ash  bins  substituted  for  defective  ash  pits. 

I Smoke  nuisance  abated. 

188  Waste  pipes  trapped  by  “ p ” lead  traps. 

40  “ Bell  ” and  “ D ” traps  replaced  by  gulleys. 

61  Bath  and  lavatory  wastes  disconnected  over  gulleys. 

48  Defective  water  fittings  and  roof  gutters  repaired. 

74  Complaints  attended  to  requiring  ash  bins  to  be 
emptied. 

26  Defective  zinc  soil  pipes  replaced  by  iron  pipes. 

18  Leaky  roofs  repaired. 

67  Walls  to  w.c.’s  stopped  and  repaired. 

126  Drinking  water  cisterns  provided  with  covers. 

145  Cisterns  provided. 

16  New  cisterns  provided. 

73  Taps  off  the  main  direct,  provided  for  the  supply  of 
drinking  water. 

4 Schoolrooms  more  effectually  ventilated. 
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408  complaints  have  been  received  and  attended  to  by 
the  Inspectors,  making  a total  of  3,993  sanitary  operations 
effected  in  472  houses. 
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HOUSE  TO  HOUSE  INSPECTION. 


The  following  is  a summarized  list  of  works  executed 
for  the  abatement  of  nuisances  which  were  detected  on 
making  a house  to  house  inspection  of  the  following  roads  : 


East  District. 

Stewart  Road  (completed), 
Stanley  Road  ,, 

Malmesbury  Gardens. 
Victoria  Road. 

Victoria  Place. 

Cleveland  Road. 

• Windham  Road  (part). 


West  District. 
Littledown  Road. 

Lome  Park  Road. 
Stafford  Road. 

Madeira  Road, 
Lansdowne  Road  (part). 
The  Quadrant. 

St.  Peter’s  Road  (part), 
Wootton  Gardens. 

Old  Christchurch  Road 
(completed). 


Total  number  of  Houses  inspected  - - - 659 

Number  of  Houses  where  defects  were  found  to  exist  345 
Preliminary  notices  served  - - - - 247 


WORKS  EXECUTED. 

40  Drains  provided  with  intercepting  traps  and  fresh  air 
inlets. 

37  New  drains  provided. 

38  Defective  house  drains  cleared  from  obstruction  and 

repaired. 

12  Intervening  syphon  traps  removed  from  drains. 

6 New  connections  made  with  public  sewer. 

12  Disconnecting  chambers  built. 

34  Defective  drains  condemned  and  replaced  by  new  ones. 
28  New  sinks  provided  of  an  impervious  pattern. 

8 Stables  properly  drained. 

2 Manure  receptacles  built  for  the  deposit  of  stable 

manure. 

9 Brick  pits  trapped  with  dip  pipe  to  disconnect  stable 

drain  from  main  drain. 

3 Impervious  sinks  fixed  in  lieu  of  brick  and  cement. 

68  Scullery  sink  drains  disconnected  and  trapped. 

3 Scullery  sinks  removed  and  refixed  on  external  walls, 
42  Large  and  offensive  grease  pits  replaced  by  earthen- 
ware traps. 

9 Waste  pipes  trapped  by  lead  “ p ” or  “ s ” traps. 


8 Bath  and  lavatory  wastes  disconnected  and  trapped. 
575  Stackpipes  disconnected  over  galley  traps. 

27  Bell  traps  removed  and  replaced  by  galleys. 

3 New  w.c.’s  bailt. 

40  Closets  repaired  and  pat  in  good  working  order. 

58  Closets  provided  with  an  effectaal  flash  of  water. 

24  Defective  “ container  ” w.c.’s  removed  and  replaced 

by  “ valves  ” or  “ washdowns.” 

43  New  drawn  lead  traps  and  connections  provided  to 

w.c.’s. 

16  W.C.’s  provided  with  efficient  light  and  ventilation. 

95  Flashing  cisterns  provided  to  w.c.’s  in  lien  of  stool 
taps. 

1 1 1 Long  hopper  w.c.  basins  replaced  by  short  hoppers. 

5 Closets  condemned  and  removed. 

9 Defective  soil  pipes  inside  hoases  removed  and  fixed 

on  oatside  wall. 

44  2\m.  ventilating  pipes  to  soil  pipes  replaced  by  4in. 

shafts. 

14  Unventilated  soil  pipes  ventilated  by  4in.  shafts. 

30  Naisances  abated  arising  from  defective  soil  pipes 
with  leaky  joints  terminating  near  windows. 

74  Additional  ventilating  shafts  provided  to  drains. 

14  Defective  zinc  ventilating  shafts  replaced  by  4in.  iron 
pipes. 

3 Defective  back  yards  repaired  and  repaved. 

16  Offensive  accamalations  removed. 

30  Defective  water  pipes  and  gattering  made  good. 

40  Separate  sapplies  of  water  provided  for  drinking 
parposes. 

20  Rooms  and  passages  cleansed  and  limewashed. 

5 Leaky  roofs  made  soand  and  watertight. 

I Naisance  abated  arising  from  defective  arinal. 

25  Soil  pipes  improperly  ventilated  by  rainwater  pipes, 

provided  with  independent  ventilating  shafts. 

6 New  storage  tanks  for  water  provided. 
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In  all  cases  where  alterations  are  made  for  the  abate- 
ment of  naisances  the  works  are  sapervised,  and  in  nearly 
all  Instances  are  tested  before  being  filled  in.  This  saper- 


vision  takes  up  a great  deal  of  time,  but  it  ensures  the  work 
being  carried  out  according  to  the  notice  served,  and  more 
care  is  exercised  on  the  part  of  the  workmen  when  they 
know  their  work  will  be  tested. 

SANITARY  CERTIFICATES. 

During  the  year  135  applications  have  been  received  for 
Sanitary  Certificates  and  100  Certificates  have  been  granted 
after  the  sanitary  arrangements  have  been  brought  up  to 
the  standard  of  the  Regulations  relating  to  new  buildings. 
In  the  remaining  35  instances  the  fees  have  been  received, 
but  the  Certificates  were  withheld  on  account  of  the  Reeu- 
lations  not  being  fully  complied  with. 

£ s.  d. 

Total  amount  of  Fees  for  Sanitary 
Certificates,  collected  by  this 
department  - - - 141  15  o 

STATEMENT  OF  ACCOUNTS 

Collected  by  this  Department  during  the  nine  months, 
March  25th  to  December  25th,  1894. 

ACCOUNTS  RENDERED. 

£ s.  d.  ^ s.  d. 

Maintenance  of  Patients,  etc.,  at 

the  Sanitary  Hospital  - 335  ii  9 

Disinfection  of  Bedding,  etc.,  at 

the  Sanitary  Hospital  - 50  ^9  3 

Sanitary  Inspections  - - 125  17  o 

^ 512  8 o 

ACCOUNTS  RECEIVED,  Etc. 

. . /if  s.  d.  ^ s.  d. 

Total  amount  received  and  paid  to 

the  Borough  Treasurer  - 389  12  2 

Total  of  accounts  written  off  by 

Sanitary  Committee  - - ^3  5 o 

Total  of  accounts  handed  over  to 

Town  Clerk,  for  collection  - 109  10  10 

512  8 o 


FACTORY  AND  WORKSHOPS’  ACT. 


The  carrying  out  of  the  provisions  of  this  Act  which 
provides  for  the  periodical  inspection  of  Workshops  and 
Workplaces  with  the  view  of  detecting  cases  of  overcrowd- 
ing, unwholesome  premises,  etc.,  will,  if  strictly  carried  out, 
and  the  Regulations  are  enforced,  necessitate  much  additional 
work  and  responsibility  on  this  Department. 

These  duties  require  careful  and  accurate  measure- 
ments being  made  of  cubic  space  for  the  purpose  of  stating 
to  the  occupier  the  maximum  number  of  workers  allowed  ; 
examination  of  sanitary  conveniences,  and  periodical  visits 
to  ascertain  cleanliness  of  walls,  floors,  etc. 

If  the  inspection  of  these  places  is  really  valuable  for 
the  health  and  welfare  of  a large  body  of  workers  in  the 
Borough,  then  the  duties  should  be  strictly  carried  out. 
From  the  inspections  already  made  there  can  be  no 
doubt  that  too  little  attention  has  been  given  to  the  ventila- 
tion and  cubic  space  of  the  workrooms,  particularly  with 
reference  to  the  trades  carried  on  by  dressmakers,  tailors 
and  shoemakers. 

As  far  as  I have  been  able  to  ascertain  there  are  517  of 
these  workplaces  which  are  affected  by  the  passing  of  this  Act. 


It  may  be  ascertained  by  the  foregoing  lists  referring  to 
Sanitary  Certificates,  Nuisances,  House  to  House  Inspection, 
and  the  supervision  of  alterations  of  House  Drainage,  etc., 
that  there  has  been  a great  amount  of  work  done  during 
the  year,  and  yet  I am  pleased  to  report  there  has  been  no 
necessity  to  apply  for  magisterial  aid  and  very  few  cases 
of  friction  have  arisen  between  this  Department  and  the 
persons  called  upon  to  comply  with  the  orders  made. 

I find  both  owners  and  occupiers  take  more  kindly  to 
the  House  to  House  Inspection  and  see  the  importance  of 
their  premises  being  put  in  a thorough  sanitary  condition, 
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and  in  accordance  with  the  By-laws,  without  incurring 
unnecessary  expense. 

The  Inspectors  have  become  more  accustomed  to  this 
work  and  have  gained  by  experience  that  tact  and  discretion 
so  desirable  in  carrying  out  their  duties,  which  are  at 
times  both  difficult  and  aggressive,  and  require  to  be  dealt 
with  carefully  and  judiciously. 

I remain.  Gentlemen, 

Your  obedient  Servant, 

W.  G.  COOPER,  Assoc.  San.  Inst., 


Chief  Sanitary  hispector. 
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